STATUTES AT LARGE

3c. In the area to be occupied by the reservoir, its branches, bights, and
Indentations, all brush, trees, and undergrowth between the minimum and
maximum water elevations shall be cut off not more than 6" above the
normal ground elevation and shall be removed or completely burned prior
to the impounding of the water to prevent the collection and anchorage
of any floatage, rafts, etc.
3d. The shoreline of the reservoir, its branches, bights, and Indentations
from minimum low-water level to a line five feet horizontally beyond
'maximum highwater level, shall be cleared and maintained clear of all
brush and undergrowth. Large trees need not be removed from this strip.
. 3e. During the mosquito breeding season larvicides approved by the
Executive Committee of the State Board of Health shall be applied regu-
larly, In the manner directed by the Executive Committee of the State
Board of Health, or any or all sections of the shoreline of the reservoir,
its branches, bights, and Indentations and'to any other collections of water
within the property lines of the impounding area in which mosquitoes are
breeding. The use of larvicides for mosquito control may be permitted by
the Executive Committee of the State Board of Health in lieu of clearing
underbrush and undergrowth along 'any section of the shoreline of the
reservoir, its branches, bights, and indentations which in the judgment of
the Executive Committee of the State Board of Health is better adapted
to the purpose; but nothing in these regulations Is to be construed as au-
thorizing the cutting and clearing of underbrush and undergrowth as an
alternate to the use of larvicides for mosquito control.
3f. When possible, and advisable in the opinion of the State Board of
Health or its Executive Committee, the water elevation shall be fluctuated
according to a schedule approved by the State Board of Health or its
Executive Committee.
3g. An open walk-way for the purpose of inspections and oiling with
hand sprays, shall be cleared and maintained along at least one bank of
each creek, branch and bights, from the property line down to a point which
can be reached by an oil spray-boat operating from the lake.
3h. All depressions which will be filled with water from the reservoir,
its branches, bights, and indentations at time of maximum water level, in
which water will be retained at lower stages of the water level, thus form-
ing separate pools, shall be connected with the normal body of the reser-
voir, or any of its branches, bights, or indentations by a ditch which will
permit complete drainage, or shall be controlled by the regular periodic
use of approved larvicides as permitted and directed by the Executive
Committee of the State Board of Health.
Section 4. A preliminary permit for the impounding of water having
been granted by the Executive Committee of the State Board of Health,
and construction work on the project begun, a representative or representa-
tives of the State Board of Health shall make inspections of the project
from time to time or as requested by tile permit holder; and the Executive
* Committee of the State Board of Health shall approve in writing that
portion of the work as is outlined In Section 3 of the regulations which
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